PLACE 
ONE CENT 
STAMP 
HERE 

4B-H850 






WHEN IN CINCINNATI 
AND 
DAYTON 


vt/mah 


TAFT MUSEUM, CINCINNATI, 0, 


OLD COURT HOUSE, DAYTON, O, 


M{;ji ■■■■■ ■■■ 


SUSPENSION BRIDGE, CINCINNATI, O. 

















































